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PART IH 

Stores Purchase 


Department of Museums and Zoos 

TENDER NOTICE 

No. MZ (F)-1597/2011. 10th January 2012. 

Sealed competitive tenders are invited by the undersigned from competent and reputed agencies for the supply and 
construction of Floating fountains (4 Nos.) in the Pond of Zoological Garden, Thiruvananthapuram as per the specifications 


given below. 

Technical data 

1. Length of floating fountain structure — 8ft. 

2. Width of float — 8ft. 

3. No. of under water lights (300w x 220v) — 9 Nos. 

4. No. of parabolic jet — 8 Nos. 

5. No. of central jet — 1 No. 

6. No. of pumps — 1 No. 

7. Height of water spray — 4 mts. 


8. Other electro mechanical details as included in annexure I 

The last date of receipt of tenders is 1 p.m. on 24-2-2012. The tenders should be submitted in sealed cover 
superscribed “Tenders for the Supply and construction of floating fountain in the pond of Thiruvananthapuram 
Zoological Garden” and addressed to the Director, Museums and Zoos, Museum Compound, Thiruvananthapuram-695 033. 
Late tenders will not be accepted. The tenders will be opended at 3.30 p.m. on 24-2-2012 in the office of the undersigned 
in the presence of such of the tenderers or their authorised representatives who may be present at that time. 










Intending tenderers may obtain the requisite tender forms on which tenders should submitted. Application for the 
tender form should be accompanied by a cash remittance of D 2,400 + VAT which is the price fixed for a form and 
which is not refundable under any circumstances. The tender forms are not transferable. Sale of tender forms will start 
from 15-2-1012 and will be closed at 3.30 p. m. on 24-2-2012. Cheques, Postage Stamps etc. will not be accepted 
towards the cost of forms, nor will the forms be sent on VPP. Duplicate tender forms if required will be issued at 
D 1,200 + VAT per copy. Earnest Money Deposite @ 1% of the total amount quoted by way of Demand Draft drawn in 
favour of Director, Museums and Zoos, Thiruvananthapuram should be accompanied with the tenders. 

Tenders which lack the required documents, sufficient EMD etc. will be summarily rejected even if the rates quoted 
are lowest. The undersigned reserves the right to reject or postponed the tenders without assigning any reasons. 

KnlajajcrKTOnjjfflo 2^ox/30£i<s2)1s>£i cOjjgraroilraS nOGgo§1och arraensch (4 a®6mo) cninooilcsajcrntmlaD (rooroBojo^gg <aamcn1da, 
glraii cblcmjo chlcmjo adS^ocrujeftaa <o^6m1iq)ffl<&>099)(m). 

63fflJ o£)(BgO§locb n£ra6nefflClij QjIC/DBOjIajfflo 

1. a£i(8go§1oc/) nrrasneaajS cnlgo —8.0 raresl. 

2. ahcsgo§1och ciO'D6ng6)r$ aj1ra)1 —8.0 rarasl. 

3 . naejojcftigjas n<j)6mo —9 a^smo. 

4. nJoraoe6njoeil<£b astg —8 a£)6mo. 

5 . SKroa3isra3 oao —1 a®6mo. 

6. ajoujcftigjas n(j)6rno -1 n{J)6rT)o. 

7. SejU)Offl(S2)j6)S S)nJ0<eS)o -4 2)10(3. 

8. 2)0 6D£Jd£c!(S0 6)2)t9fflO(lDlc0S)R58 ail0106313C/3 (3Td(10c£biJ(3 63010103 GnJcScOfflJOnDJ. 

G(3nejoamjcft)C^ cro/lcft> 0 lc 06 );j(m caraojcruooo (silaetml 24 - 2 - 2012 -cb g^jaeces) 1 216 ml oj 6 )o<r» 06 m. 6)sa3ajDOj<ft>a3 cmleij fflnja»o) 

ca>ajo1o3 aru2K3<jjle<s6)6necj)jo Aaiolab njjorarn) (mlffljojcnawnjjoo 2 ^ax/ 80 £icrel 6 )ej t&qgrarailKsS nccsgogpocb aOcosneaS (4 a®mo) 
cnioorJlt06)jaD«»1oDjgg ra^^ejocru n®crh eo6iJ6)(^sj(tno3l<i»1ffl1cB<fl6)6Tie(roj2)06m. (3c6<ieiocro2ca.c/3 ojDcn)o<fes^, 2)^cnjld»o 2i^uxooejo ojca>3 
oj, KnlojOJcncKnnjjoo-695 033 n 3 )OD ojlejocnxarmlraS rarajcnfloltseismo (3Tdcoxr»cBc96)6n5Rj>. cmo 2 imjlTj eielcosijom 3(3<^ejorm2oa>a3 cmil<ft>®l 
csojcmcmej. r3(3n£ioarujca>u3 careen cru2)c3<jjl^|Ojaj(ssecr»o rareo/cS i^ccn&eii^sjraTmjcmcnffljesecreo cmooTto^rarsM raracsan dlojcruo 3.30 
-ch 0JD<i2)OcebSoj6)s 630a£da\flo3ajTj (mjocoojcmraioerh. 

6)S6neo1ffl3 njeiasjcBffljojoaS (aiocsSnjffl^jggajdl 6>sa3cux3 Qnno2ijca>c^ ejgltseijonoccnlm rarejoicre^ooce rareenJcMd 21 ^ anil ere o 
2 i^tocraoejo ajDoaocfcsojeis GnJoloS aoR53e<ft>6ng«no6m. fl(3<ieioamj<ft>u3 cru2ic3<^lc06);jcm(ro1mocnc/8^2)o<i» 6iso3cujc3 (Sa£i 02 n 6 )CT§ ailej 
D 2 , 400-0 4 % cuogj 2 i 06 no. gra creosxroooj ca>oo6mojaaoejjo «5ileol6><&> ooraScaqomonej. s>sa3cux3 eaO02ijcft>a3 6 ) 6 i<a> 2 ) 0 Oo 

ffl^ajoaijarxinej. 6isa3cux3 enr^jc&oS 15 - 2-2012 aijoiraS 22 - 2-2012 ch g^jcrecoeijecrenado 3.30 216 ml 01610 ajl®io6mo 6 iiij< 3 >jcmoi 06 m. 
oso3ojd(3 QfiD02)l6ia3 ail£j<s»ooo>l 6inJc96), GoJocbctoss ctuoooj goal cruj°lca)Olc9ffljcmcmei, ra(3<^eiomjlcsmosjtft>2Sl a>jo§ 6i£Lj<r»®i cmjcftcojjeis 
1 % ojojorn crojcfti cuxreoc&sojeis UoJolraS 2 iooociijcm cufl.ajLfl. carejcrel ao03cBcft>6n3{3iO6m. 

6isa3cu)dl(Baoo6ison ; |o mreiajc/s^ocre G 06 Utft)(sgo 2K3ilcr»ocQ> go. 0 ^) 0 . cuil.cscreo goejorareriaj o®gaijo cfejoeiarro mlocoo <a>io§ 
85)06)6m®.1ro3eojoejjo miocrolcosijcmoioem. 6 iS 6 rrgol 6 iao cruo6nicruiliq)39 rareormta «nloj 2 iom 6 ) 2 isjtS 6 iomjgg n_i](36m C3rean<ft>o0oaj<&>oaao 
2 i^cnjl<s 2 )o 2 ),i ) cocraoejo cuxiDOdEbSolKsS crilcMdlrij®i2i06m. gDcaitocnceaijoIsjjgg ailcreoailojao arxiDOcebSojos 630n£)1mjl«53m1(mjo 630a£il 
erh cru2Kre63i3g1o3 raraolaaocnjcmoioerh. 


No. Details 

1 PVC Ball Valve 110 MM 

2 Check Valve 

3 Butterfly Valve 

4 Control Panel, 1P.55, Class-1 

5 UP VC pipes & fittings 

6 Nozzles 

7 Submersible pump 


Specification 

Specification 

Supreme/Finolex/Equivalent, PN16 

Supreme/Finolex/Equivalent, PN16 

Supreme/Finolex/Equivalent, PN16 

Custom made, power coated, ABB/Siemens fittings 

Supreme/Finolex/Star 

Aquaprism/PEM 

Kirloskar/Grundfos 





8 

Under water cable 

Finolex Equivalent 

9 

Normal Cable 

PVC insulated copper conductor (armored) 

10 

MOC of float 

MS + FRP Lamination 

11 

Size of float 

8.0 ft. X 8.0 ft. 

12 

Under water lights 

U/W light, IP65, 120W X 240V, Halogen, European 

13 

Protection hose 

Indian 

14 

No. of under water lights (120W X 240V) 

9 Nos. 

15 

No. of central jet 2 2 

1 No. 

16 

Height of water spray 

12.0 ft. 

17 

Nozzle dia 

2 2 

18 

No. of float 

4 Nos. 

19 

Fasteners 

S.S. 304 

20 

Anchors 

Concrete Blocks—6 Nos. 

21 

Anchors Chains 

6 Nos. 

22 

Parabolic Nozzles 

8 Nos. 

23 

Nozzle Drum of S.S. 

1 No. 

24 

Nozzle material 

Brass 

25 

Adjust valve 

9 Nos. 

26 

U/W Junction Box 

Brass—3 Nos. 

27 

Compressor Cord Seal 

Brass—12 Nos. 

28 

Air releasing valve 

Brass—4 Nos. 

29 

Cable connection 

Item 


Directorate of Museums and Zoos, 
Thiruvananthapuram. 


(Sd.) 

Director. 



